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Not All Portable Hearing Aid 
Analyzers are Created Equal 


Most portable analyzers allow you little 
choice in how you test. Rigid formats prevent 
you from getting the information you need, or 
give you too much data (taking extra time) 
when all you want is a simple curve. The 
FONIX FP40 is simple to operate, and offers 
more when you want it and less when you 
don't. You test your way, both in the sound 
chamber and in the ear. 


The FONIX FP40 gives you simplicity and 
flexibility in standard features, options, and 
optional accessories. A few user-convenience 
items are shown below the main picture. And 
battery drain, input/output curves, and choice 
of delay times are standard features. Ask for a 
demo of the unequaled portable. 
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